On  June  14,  1900,  the  late  Father  Founder,  the  Very 
Rev.  Paul  James  Froncis,  S.A.  erected  the  Corpus  Christi 
Cross,  shown  here,  on  the  summit  of  the  Mount  of  the 
Atonement  at  Graymoor,  Garrison,  New  York. 
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